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ORDINANCE NO. 95- 29 

AN ORDINANCE OF THE BOARD OF COUNTY 

COMMISSIONERS OF PALM BEACH COUNTY, FLORIDA, 

REPEALING ORDINANCE 90-53, PALM BEACH COUNTY 

AMENDMENTS TO THE NATIONAL ELECTRICAL CODE, 

1990 EDITION; ADOPTING THE PALM BEACH COUNTY 

AMENDMENTS TO THE NATIONAL ELECTRICAL CODE, 

1993 EDITION; PROVIDING FOR APPLICABILITY; 

PROVIDING FOR REPEAL OF LAWS IN CONFLICT; 

PROVIDING FOR INCLUSION IN THE CODE; 

PROVIDING FOR SEVERABILITY; AND PROVIDING FOR 

AN EFFECTIVE DATE. 

WHEREAS, Chapter 125 of the Florida Statutes empower counties to 
provide for the health, safety and general welfare including the enactment and enforcement 
of construction and related technical standards and regulations; and 

WHEREAS, pursuant to Chapter 90-445, Laws of Florida, as amended, Palm 
Beach County has adopted by Ordinance the National Electrical Code, 1993 edition; and 

WHEREAS, Chapter 90-445, Laws of Florida, as amended, authorizes Palm 
Beach County to adopt by ordinance amendments to modify and improve its construction 
codes to meet local conditions, provided that said amendments do not lower the standards 
of the minimum code adopted; and 

WHEREAS, pursuant to Chapter 90-445, and F.S. 553.73(a), the Building 
Code Advisory Board of Palm Beach County has reviewed local conditions and based on 
this review has recommended the adoption of these amendments; and 

WHEREAS, the adoption of these amendments will be in the public interest 
by strengthening the National Electrical Code, 1993 edition, for the health safety and 
general welfare of citizens in the unincorporated area of Palm Beach County; and 


NOW, THEREFORE, BE IT ORDAINED BY THE BOARD OF COUNTY 


COMMISSIONERS OF PALM BEACH COUNTY, FLORIDA, that: 


SECTION 1 - REPEAL OF THE PALM BEACH COUNTY AMENDMENTS TO THE 
NATIONAL ELECTRICAL CODE, 1990 EDITION 
The Palm Beach County Amendments to the National Electrical Code, 1990 


edition, Ordinance 90-53, as amended, is hereby repealed. 
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SECTION 2 - ADOPTION OF PALM BEACH COUNTY AMENDMENTS TO THE 
NATIONAL ELECTRICAL CODE, 1993 EDITION 
The Palm Beach County Amendments to the National Electrical Code, 1993 


edition, hereto attached are hereby adopted and incorporated herein. 


SECTION 3 - APPLICABILITY 

The National Electrical Code, 1993 edition, as amended by the attached 
amendments shall be the minimum electrical construction standards for the unincorporated 
areas of Palm Beach County and for those municipalities within Palm Beach County for 
which the Palm Beach County Planning, Zoning and Building Department provides 
construction code plan review and inspection services pursuant to intergovernmental 
agreement. This ordinance shall apply as far as possible to any future editions of the 
National Electrical Code, which may be adopted by the State or County for Palm Beach 


County, until such time Palm Beach County may adopt new amendments. 


SECTION 4 - REPEAL OF LAWS IN CONFLICT 

Ordinance 90-53 is hereby repealed and all ordinances, or parts of ordinances 
of Palm Beach County, Florida, which are in conflict are hereby repealed. All or any. part 
of those local laws which pertain to Palm Beach County, Florida, which conflict with this 
ordinance or parts of this ordinance are hereby repealed. 
SECTION 5 - PRESERVATION CLAUSE 

All provisions of Ordinance 90-53, as originally enacted, are specifically 
preserved and remain in full force and effect for the limited purpose of enforcing any 


alleged violation of said ordinance, which occurred prior to its repeal. 


SECTION 6 - SEVERABILITY 
If any section, paragraph, sentence, clause, or word of this ordinance is for any 
held by the Court to be unconstitutional, inoperative or void, such holding shall not affect 


the remainder of this ordinance. 
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SECTION 7 - EFFECTIVE DATE 
The provisions of this ordinance shall become effective 90 days after 


acknowledgement by the Secretary of State. 


APPROVED AND ADOPTED by the Board of County Commissioners of Palm 


Beach County, Florida, on this ___ day ofJUL 18 1995 B 









O PALM BEACH COUNTY, FLORIDA, BY ITS 
ES E, BOARD OF COUNTY COMMISSIONERS: 
20" ANBE4 vo! 
fae E 
¿0 COUNTY, :S2By: 
¿0 ‘of 
GY Bet ORO 07 | Ken Foster JUL 18 1995 
(Gas. mee 
ti i y 25 a ESA 
APPROVED AS TO FORM “Nº DOROTHY H. WILKEN, CLERK 
AND LEGAL SUFFICIENCY: BOARD OF COUNTY COMMISSIONERS 





By: (LAS 


Acknowledged by the Department of State of the State of Florida, on this, the 28th 


day of July , 1995, 


Acknowledgment received from the Department of State of the State of Florida, this 


9th day of August , 1995, at 2:01P.m., and filed in the Office of 
the Clerk of the Board of County Commissioners of Palm Beach County, Florida. 


|, DOROTHY 
Board of County Com 
irue and corres: COPyO 





5/26/95 
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